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□ FOR PLANNING PURPOSES PLEASE 


SUPPLY FOLLOWING INFORMATION ASAP REs 
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A. WHAT TYPE OF POWER AVAILABLE? KVA, CYCLES, PHASE, 
NO. OF WIRES, VOLTAGE? 

B. WHAT IS CHILLED WATER OUTPUT CAPACITY? 

Co WHAT IS HOT WATER OUTPUT CAPACITY? 

D. WILL POWER AND WATER RUNS BE AVAILABLE INTO 
MACHINE ROOMS OR MUST WE FURNISH? 

E« HOW MANY BAR- RAY UNITS AVAILABLE? 

2. EXPECT TO MAIL NEXT WEEK .A LARGE PORTION OF THE INFO 
YOU WILL NEED FOR LAYOUT. 
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